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HARYANA GOVT GAZ. MAY 22, 1984 (SYST . 1, 1906 SAKA) 


( PART 1 


PUBLIC WORKS DEPARTMENT, PUBLIC HEALTH BRANCH 


The 30th April, 1984 , 
No. 2/20/79-PH (I):- The Governor of Haryana ispleased to clare the result of the Departmental Professional Examination 
held from 14th December , 1983 to 16th December , 1983 at Sonepat as under: 


N10 : ofvaliiite 


Witar 


Sarial Roll 

No. No. 


Remarks 


Supply and 

Sanitary 
installation 
M.M. 100 


Material 

Diainage Mechanical Account General 
and and Sowerage Bagingering and Office Oral and 
construction 

procedure examination 


M.M.50 

II 


M.M.50 

III 


M.M. 50 

IV 


M.M. 100 

V 


M.M. 50 

VI 


S /Shri 
I K.R. Baluja 


1 


Pass 


Pass 


Passed in 
2/83 


Pussed in 
11/81 


Passed in 
11/81 


Passed in 
11/81 


Passed in 
11/81 


2 


2 L.C. Gjel 


Pail 


Pass 


Piss 


Pass 


Pass 


Pussed in 

2/83 


To reappear 

in I. 


3 


3 B.S. Jindal 


Pass 


Pass 


Passed in 
2/83 


Pissed in 
8/82 


Passed in 

2/83 


Passed in 
8/82 


Passed in 
2/83 


4 


4 Karao Siagh 


Fail 


Fail 


Pass 


Fail 


Pass 


Pass 


To reappear 
in papers 


1, II & IV 


S 5 Sarvsheel viga 


Pass 


Pass 


Passedia 
2/83 


Pissed in 
2/83 


Passed in , Passed in Passed in 
2/83 2/83 

2/83 ; 


6 


6 Gian Chand Duggal 


Pass 


Pass 


Pass 


Pass 


Pass 


Pass 


Pass 


7 7 M.R. Bansal 


Pass 


Pass 


Passed ia , 


Pass 


Passed inj Passed in , Passedia , 
2/83 

2/83 2/83 


2/83 


8 8 Raj Roos Dihiya 


Piss 


Pass 


Pass 


Pisztin 

2/83 


Passed ia 

2/83 


Passed in 
8/82 


Passed in 
8/82 


9 9 Dalip Singh Dhuan , 


Fail 


Pass 


Pass 


Fail 


Fail 


Passed in 
2/83 


To reappear 

ja papers 
1, TV & V 


10 


11 


12 


13 


14 


10 Jai Singh Passed in Passed in Pass 

Fail Fail 

Passed in 

To reappear 
2/83 8/82 

2/83 

in papers 

IV & V 
11 Jit Singh Passed inj Pass Passed in ] Passed inj Passed in 

Passed in 

Pass 
2/83 

2/83 2/83 8/82 2/831 

they 
12 Rameshwar Dass Sharma Pail 

Pass : Not appear Passed in Passed in is 

Passed in To reappear 
2/83 8/82 8/82 in papers 

im 

I & III 
13 M.M.Nijhawan 

Pass Pissed in Pass 

Pass Passed in Pass Pass 
11/81 

11/81 
14 S.K. Verma 

Pass Fail Passed in Passed in Passed in Passed in 

To reappear 
2/83 8/82 

8/82) in paper D 
15 S.P. Sehgal 

Pass Pass Passed in ; Passed in Passed in Passed ia Pass 

2/83 

2/83 

2/83 2/83 
16 R.C , Khanna 

Passod in ) Pass Passed in 

Pasged in 

Passed in Pass 
2/83 11/80 2/83 

2/83 

2/83 
17 Murari Lal 

Passed in Pass 

Passed in Passed in Passed in Passed in Pass 
2/83 

2/83 

2/83 2/83 2/83 
18 H.L ,Madan 

Pass Passed in Passed in ] Pass 

Passed in Pass 

Pass 
2/82 2/83 

2/83 


8182 , 


15 


16 


Passed in 


17 


L 


18 


19 


19 S.K. Duggal 


Pass 


Pass 


Pass 


Pass 


Pass 


Pass 


Pass 


20 


20 Katar Singh 


Pass 


Passed in 
8/82 


21 21 Lachhman Singh 


Pass 


Passed in Passod in ] Passed in Passed in Pass 

8/82 8/82 8/82 8/82 
Passed in Pass Pass 

Passed in 

pass 
8/82; 

11/81 
Passed in Pass Passed in 

Pass 
2/83 2/83 

8/82 


Passed in 
8/82 


22 


22 Prem Singh 


Passed in 


Pass 


Pass 
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Scrial 
No. 


Remarks 


Roll 
No. 


Name of Candidate 


Water Material 

Drainage Mechanical 
Supply and and and Sewerage Engineering 
Sanitary Construction 
installation 
M.M. 100 

M.M. 30 M.M. 50 M.M , 50 
I II III 

IV 


Account General 
and office aral ond 
procedure examination 


M.M. 100 

Y 


M.M. 50 

YI 


4 


23 


23 Niranjan Parshad Mittal Absent 


Absent 


Absent 


Absent 


Abcsent 


To reappcat 
in papers 
I, II , III, 
IV , V & VI 


1 


24 


24 Rohtash Sharma 


Pass 


Pass 


Pass 


Pass 


Pass 


Pass 


Pass 


1 


25 


25 I. C. Gupta 11 


Pass 


Pass 


Pass 


Pass 


Pass 


Pass 


- Passed in 

2/83 


26 


26 Ram Karan 


Pissed in Abssat 
8/82 


Passed in 
8/82 


Pissed in 
8/82 


Passed in 
8/82 


To rcappear 
in papers 

II & IV 


27 


27 Sham Lal 


Fail 


Pasged in 

2/83 


Passed in Pussed in 
g / 82 2/83 


Passcd in : Passed in 

8/82 2/83 


To reappear 
in paper 

IV 


23 


28 S.L. Nagpal 


Absent. 


Absent 


Passed in Pasged in : Passed in . Passed in 
2/83 

11/80 2/83 11/80 


To appear in 
Papers I & II 

. 


: 


29 


29 Chandes Mohan Kansal Passed in 

8/82 


Passed in Passed in . 
8/82 

8/82 


Passcd in Fail 

2/83 


Passed in 
.. : 8/82 


To reappear 
in.paper V 


* 


30 


30 Jai Narain . 


Pass 


Fail 


Pass 


Pass 


Passed in 
8/82 


Passed in 
8/82 


To reappea 


i in paper II 


31 


31 B.S. Singla 


Fail 


Pass 


Fail 


Passed in Passed in 
8/82 8/82 


Passed in 

8/82 


To reappear 
in papers 
I & III 


32 


32 Ram Sarup Chaudhry 


Pass 


Fail 


Pass 


Passed in Fail 
2/83 


Passed in 
2/83 


To rcaprea 


in papers 
11. & IV 


MECHANICAL ENGINEERING 


Remarks 


Mechanical Elementary Maintenance of Accounts Gencral 
Engineering of Water the mecanical & Office Oral 

Supply and and Electri- procedure Examination 
Sewerage cal Plants 


M.M.100 


M.M.S0 


M.M.50 


M.M. 100 


M.M.50 


1 


II 


III 


IV 


V 


1 


1 Ram Phal Dangi 


Puss 


Pass 


Pass 


Piss 


Puiss 


P135 


2 


2 G.S. Bedi 


Pass 


Fail 


Pass 


Pass 


Pass 


To reappear 
in paper II 


The 9th May , 1984 
No. 32/7/82- PH (4).- The Governor of Haryana is, pleased to appoint Director, Local Bodies, 
Haryana, as member of the Sanitary Board , Haryana in place of Under Secretary, Local Bodies , Haryana 
as shown at Serial No. 17 of the Notification No. 48 /2178 -PW VI(4 ), dated . September, 1982 


ASHOK PAHWA , 


Commissioner and Secretary to Government, Haryana , 

P. W. D., Public Health Branch , 


